
USGIB: 13.7/21 

14 June 1954 

MEMORANDUM FOR THE MEMBERS OF USCIB : 

Subject: Approval of USCIB 13.7/17, dated 1 June 1954. 

No objection to the subject paper having been received prior 
to 1300, 11 June 1954, the USCIBEC decision reported therein is 
considered approved. 



USCIB: 13.7/21 

Approved for Release bv NSA on 04-16-2014 pursuant to E.Q. 13529 





